46       DOCKETED ITEMS

9203110353 Rev & approval summary reflecting periodic review for Rev 6 to Emergency
Implementation Procedure EI-4.3, "Emergency Operations Facility Activation."

* Consumers Power Co. 92/03/05. 3pp. 60913:010-60913:012.

9203110359 Rev & approval summary reflecting periodic review for Rev 6 to Emergency
Implementation Procedure EI-6.0, "Offsite Dose Calculation & Recommendations for
Protective Actions."

*  Consumers Power Co. 92/03/05. 3pp. 60909:232-60909:234.

9203110367 Rev & approval summary reflecting periodic review for Rev 5 to Emergency
Implementation Procedure EI-6.7, "Plant Site Meteorological Sys."

* Consumers Power Co. 92/03/05. 9pp. 60909:247-60909:257.

9203110213 Lists portions of emergency response data sys.described in Rev 1 to
NUREG-1394,that have been completed.Sys considered fully operational & ready to
transmit emergency data.

SLADE,G.B. Consumers Power Co. 92/03/06. Document Control Branch (Document
Control Desk). 1p. 60923:354-60923:354.

9203230115 Rev 4 to "Palisades Nuclear Plant Site Emergency Plan, Section 3." W/
undated Itr.
ZIELINSKI.K. Consumers Power Co. 92/03/16. 9pp. 61062:237-61062:245.

9203260176 Rev 3 to Site Emergency Plan.Section 1 & Table of Contents.

*  Consumers Power Co. 92/03/18. 7pp. 61129:235-61129:241.

9203260222 Rev 0 to Procedure App I, "NUREG-0654 Crossreference" of site emer-
gency plan.
7 Consumers Power Co. 92/03/18. 6pp. 61165:064-61165:069.

9203310109 Forwards insp rept 50-255/92-06 on 920128-0309.No violations noted.
SHAFER.W.D. Region 3 (Post 820201). 92/03/20. SLADE.G.B. Consumers Power Co.
3pp. 61127:001-61127:024.                                 i

-9203310116 Insp rept 50-255/92-06 on 920128-0309.NO violations noted. Major areas
inspected-.plant                         operations.maint.surveillance,                        radiological

controls.security.outages.procedure review, safety evaluations & plant review commit-
tee,
JORGENSEN.B.L Region 3 (Post 820201). 92/03/20. 21pp. 61127:004-61127:024.

9203310126  Forwards safety insp rept 50-255/92-08  on 920206-20 &  notice  of
violation.No violation issued addressing water leakage from shipment of radioactive
matl.NRC believes poor judgement exercised in not fully examining shipment.
NORELIUS.C.E. Region 3 (Post 820201). 92/03/20. SLADE.G.B. Consumers Power
Co. 2pp. 61127:028-61127:040.

-9203310132 Notice of violation from insp on 920206-20.Violation noted: licensee failed
to establish 24 h emergency response telephone number which was monitored at all
times or accessible to individual w/emergency response info.
NORELIUS.C.E. Region 3 (Post 820201). 92/03/20. 1p. 61127:030-61127:030.

K. Utility Final Safety Analysis Report (FSAR) & amends

9203060145 Rev 13 to Palisades Plant FSAR update.W/920224 Itr.
HOFFMAN.D.P, Consumers Power Co. 92/02/29. 450pp. 60878:009-60879:177.

9203310172 Errata to Rev 13 to FSAR - Palisades.replacing Chapter 5 Table of Con-
tents i - xv,App 7C Pages 5,6,9,10,12,14 through 20,23,25,25 & Chapter 8 Pages 8.4-3
& 8.4-4,including new spines & covers reflecting nine vols instead of 10.
KRUGH.C.M. Consumers Power Co. 92/03/26. 51pp. 61200:203-61200:236.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203020278 Forwards "Palisades Plant Semiannual Radioactive Effluent Release &
Waste Disposal Rept.Jul-Dec 1991" & Rev 5 to ODCM.

SLADE.G.B. Consumers Power Co. 92/02/27. Document Control Branch (Document
Control Desk). 1 p. 60789:045-60789:245.

-9203020281 Rev 5 to ODCM.
* Consumers Power Co. 92/02/27. 185pp. 60789:063-60789:245.

9203030006 Informs that licensee 920214 submittal documenting previously described
informal submittals re TR CPC-2A rev 12 acceptable.per 10CFR50 App B.
MILLER.H.J. Region 3 (Post 820201). 92/02/27. HOFFMAN.D.P. Consumers Power
Co. 2pp. 60753:034-60753:035.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York. Inc. 12pp. 61085:001-61085:012.

9203100002 Confirms arrangements made to hold mgt meeting on 920311 at Region III
ofc to discuss review status & plans for resolving questions & issues re equipment
qualification.

GREENMAN.E.G. Region 3 (Post 820201). 92/03/06. SLADE.G.B. Consumers Power
Co. 1 p. 60843:010-60843:010.

9203190034 Expresses opinion that conditions of Reg Guide 1.99,Rev 2, Section C.1.3
satisfied & that no addi correction required to compensate for cycle^l & part of cycle
2 operations w/ T-Cold at 522.5 F.

SLADEGB Consumers Power Co. 92/03/11. Document Control Branch (Document
Control Desk). 4pp. 60990:009-60990:012.

9203230248 Forwards analysis & schedule for implementation of flux reduction program
to address 10CFR61 re PTS.

SLADE.G.B. Consumers Power Co. 92/03/13. Document Control Branch (Document
Control Desk). 14pp. 61077:255-61077:268.

9203250164 Application for amend to License DPR-20,revising TS re shutdown cooling.
SLADE.G.B. Consumers Power Co. 92/03/18. Document Control Branch (Document
Control Desk). 3pp. 61103:347-61103:356.

-9203250187 Proposed tech specs re shutdown cooling.

*  Consumers Power Co. 92/03/18. 7pp. 61103:350-61103:356.

9203260223 Forwards supplement to 910909 request for relief from ASME Boiler &
Pressure Vessel Code to repair containment air cooler cooling coils.per 920311 telcon
w/NRC.

SLADE.G.B. Consumers Power Co. 92/03/18. Document Control Branch (Document
Control Desk). 5pp. 61129:338-61129:342.

9203270146 Summary of 920211 & 22 meetings w/util re util response to revised PTS
rule including matl chemistry,reactor vessel fluence & data bias.List of attendees &
meeting handouts encl.

HOLIAN.B.   Project Directorate   111-1.   92/03/20.   Project  Directorate   111-1.   150pp.
61173:059-61173:255.

9203230246 Forwards replacement pages to 880902 TS change request.per discus-
sions w/NRC,requiring three operable core exit thermocouples per core quadrant &
reducing temp for operability of thermocouples from 325 F to 300 F.
SLADE.G.B. Consumers Power Co. 92/03/23. Document Control Branch (Document
Control Desk). 2pp. 61077:247-61077:254.

-9203230247 Revised TS Pages 3-81 a & 3-82 to 880902 TS change request re core
exit thermocouples.

* Consumers Power Co. 92/03/17. 7pp. 61077:248-61077:254.

Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9203030224 Forwards safety insp rept 50-255/92-05 on 920210-14.No violations noted.
GREGER.LR. Region 3 (Post 820201). 92/02/21. SLADE.G.B. Consumers Power Co.
2pp. 60755:022-60755:033.

-9203030231 Insp rept 50-255/92-05 on 920210-14.No violations noted. Major areas
inspected-.ernergency preparedness program including licensee actions on previously
identified items.

PLOSKI.T., ORTH.S.K.,  MCCORMICK-BARGE Region 3 (Post 820201). 92/02/21.
10pp. 60755:024-60755:033.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York. Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10,"

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York. Inc. 6pp. 60997:037-60997:042.

9203090013 Forwards safety insp rept 50-255/92-09 on 920210-13,No violations noted.
GREGER.LR. Region 3 (Post 820201). 92/03/02. SLADE.G.B. Consumers Power Co.
2pp. 60832:155-60832:164.

-9203090017 Safety insp rept 50-255/92-09 on 920210-13.No violations noted.Major
areas inspected:chemistry program,including procedures.organization &
training.primary & secondary sys water QC programs & nonradiological chemistry
comparisons.

HOUSE,J.E,,   SIMELL.W.   Region   3   (Post   820201).   92/02/29.   6pp.   60832:157-
60832:164.ities.training effectiveness & rept review.
